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1. DEPARTMENT (PM) IN RESPONSE TO RECENT DOD GUIDELINES 
HAS DETERMINED THAT MRS. MARGARITA TANTALEAN IS NOT 
ELIGIBLE FOR DEPARTMENT OF DEFENSE HOSPITALIZATION 

ON THE BASIS THAT NO MAJOR REPEAT MAJOR U.S. POLITICAL 
INTEREST IS INVOLVED AND THAT ADEQUATE CIVILIAN MEDICAL 
TREATMENT IS AVAILABLE. 

2. DEPARTMENT MEDICAL DIVISION (INCLUDING CHIEF OF 
RADIOLOGY) HAS REVIEWED MRS. TANTALEAN'S MEDICAL RECORDS 
AND XRAYS. THEY HAVE FOUND NOTHING TO INDICATE MALIGNANCY, 
BUT THEY ARE NECESSARILY TENTAIIVE IN THEIR FINDINGS AND 
PLAN TO HAVE XRAYS EXAMINED BY MAMMOGRAPHY SPECIALIST ON 
JUNE 26. HIS OBSERVATIONS WILL BE REPORTED TO EMBASSY 

BY SUBSEQUENT CABLE. MEDICAL DIVISION STRONGLY RECOMMENDS 
THAT MRS. TANTALEAN HAVE FURTHER CONSULTATION AND TESTS 
TO ENABLE CONFIDENT DIAGNOSIS. 
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3. MEDICAL DIVISION RECOMMENDS TWO WELL-QUALIFIED WASHING- 
TON SPECIALISTS WHO COULD DIAGNOSE AND TREAT MRS. TANTA- 

LF, AN: DR. DAVID C. WHERRY (201-223-6562) AND DR. ERNEST 
A. GOULD (201-291-6100). THEY SUGGEST CONTACTING SPECIAL- 
IST EITHER DIRECTLY OR THROUGH DEPARTMENT. 

4. SEVERAL EXCELLENT CIVILIAN HOSPITALS WHICH COULD 
TREAT MRS. TANTALEAN ARE AVAILABLE IN WASHINGTON AREA. 

KISSINGER 
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